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PART III - A 


Notifications by Universities 

HARYANA RAJ BHAVAN 


Notification 


The 9th / 14th January , 2015 


No. HRB -UA - 23 (10 )-08 /372.- Consequent upon the request received from Dr. C.S. Dhull, Director, Pandit 
Bhagwat Dayal Sharma Post Graduate Institute of Medical Science , Rohtak vide his letter dated 
12th December, 2014 , I, Prof. Kaptan Singh Solanki, Governor of Haryana and Chancellor, Pandit Bhagwat Dayal 
Sharma University of Health Sciences, Rohtak , hereby relieve Dr. C.S. Dhull from the duties of Director, Pandit 
Bhagwat Dayal Sharma PGIMS, Rohtak with immediate effect and appoint Dr. Rohtash K. Yadav , Senior Professor 
of the Institute as Officiating Director, Pandit Bhagwat Dayal Sharma PGIMS, Rohtak till regular recruitment is 


made. 


Chandigarh : 
The 8th January , 2015 . 


PROF . KAPTAN SINGH SOLANKI, 

Governor, Haryana and Chancellor , 
Pandit Bhagwat Dayal Sharma University of 

Health Sciences , Rohtak 
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